ST.  THADDAEUS  EPISCOPAL  CHURCH 
AIKEN.  S.  C. 

Built  in  1843.  the  church  escaped  damage  during  the 
war  of  1861-65.  Churches  of  practically  every 
denomination  can  be  found  within  the  limits  of  Aiken. 

Ektachrome  by  Ernest  Ferguson 
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